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BILL NO. S-91-07- 27 
SPECIAL ORDINANCE No. 2.0 S-7/ 
AN ORDINANCE certifying and 
approving the need for the 
services of a consultant to 
provide engineering services for 
a power system study for the City 
of Fort Wayne's Three Rivers 
Filtration Plant through its 
Board of Public Works. 
WHEREAS, the City of Fort Wayne through its Board of 
Public Works desires to have professional engineering services 
study, evaluate and prepare reports to direct the Filtration 
Plant in prioritizing the necessary electrical systems upgrades 
for uncalibrated and unmanaged electrical distribution systems 
with its related protective equipment. Such study shall include 
research of the electrical utility relative to the present 
electrical system; and 
WHEREAS, such engineering services are needed to 
identify what needs to be improved and in what priority to 
assure reliable electrical systems within the City of Fort Wayne 
Three Rivers Filtration Plant; and 
WHEREAS, the City of Fort Wayne does not have the 
capability of performing this work with in-house forces; and 
WHEREAS, the Board of Public Works believes that there 
is a need to employ a consultant to perform this service; and 
WHEREAS, it is anticipated that the amount to be paid 
to said consultant, on an annual basis, will be in excess of 
$15,000.00. 
NOW, THEREFORE, BE IT ORDAINED BY THE COMMON COUNCIL 
OF THE CITY OF FORT WAYNE, INDIANA: 
SECTION 1. The Common Council of the City of Fort 


Wayne hereby certifies and approves the need for the services of 


| A 3 i $ i 
a consultant to provide professional engineering services for a 


power system study by and through the City of Fort Wayne Board 


of Public Works for the Three Rivers Filtration Plant. 
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SECTION 2. This Ordinance shall be in full force and 


effect from and after its passage and any and all necessary 


anen, ©) 


Councilmember 


approval by the Mayor. 


APPROVED AS TO FORM 
AND LEGALITY 


Jan ¢, 
J. Timothy McCaulay, City Attorney 
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Passed and adopted by the Common Council of the City of Fort Wayne, 


Indiana, as "ANNEXATION) ` (APPROPRIATION) 
(SPECZAL) (ZGHING_MAP) ORDINANCE RESOLUTION NO. ` 
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SANDRA E. KENNEDY, . 


Approved and signed by me this 15t day of ssl 


CITY CLERK 
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Bits PAUL HELMKE, MAYOR 








Adm. Appr. 
DIGEST SHEET 
TITLE OF ORDINANCE SPECIAL 


DEPARTMENT REQUESTING ORDINANCE BOARD OF WORKS 


SYNOPSIS OF ORDINANCE APPROVES THE HIRING OF A CONSULTANT TO 
PROVIDE ENGINEERING SERVICES FOR A POWER SYSTEM STUDY FOR THE CITY 


OF FORT WAYNE THREE RIVERS FILTRATION PLANT, 





—————«m o 


EFFECT OF PASSAGE CONSULTANT MAY BE HIRED. 
East Ei Leola oy ies ir roi 5 PVE AR eS, ee eae 








EFFECT OF NON-PASSAGE STUDY WILL NOT BE DONE. 
a SS E Rm 


MONEY INVOLVED (DIRECT COSTS, EXPENDITURES, SAVINGS) 


re 


_ See 


ASSIGNED TO COMMITTEE’ ( PRESIDENT) 


w 


e 


LCD ee) 


BILL NO. SI a s --— 
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